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1v p- IM AHB. HEIMS THAT BARBARA FITZGERALD, WIDOW OF 
iEGMOlte flfZGERAl©, DIED OF CANCER SATURDAY, 1 8 AUG AT MEMORIAL 
HOSPITAL, NEW YORK. FUNERAL ARRANGEMENTS ARE FOR TUESDAY, 21 AUG, 
1000 HRS AT SAINT JOHNS, IA FAYETTE SQUARE, WASHINGTON. HOME 
ADDRESS IS 700 NEW HAMPSHIRE AVE, NW, WASHINGTON. 

2. THE FAMILY OF MRS. FITZGERALD ASKED THAT AMB. HEIMS BE 
NOTIFIED. E2 IMPDET. HR70-14 
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